WITHIN THE GATES         SCENE
A SPEAKER on each is clapping his hands against
his shoulders to take away the numbness.
After a few moments of this exercise, they lean
idly over the platform ledge watching vacantly
the few people who are walking about, wait-
ing for someone to pause in front of them
before beginning to speak.
Hanging on the platform of the 2ND PLATFORM
SPEAKER is a notice on which are the words:
" There Must be a God "; on the other plat-
form^ a notice with the words: "There can't
be a God".
Occasionally they get down from their platforms',
walk about) and clap their hands on their
shoulders to keep the blood circulating.
The BISHOP is seen above, coming from behind
the Memorial. He stands there, and looks
anxiously around, then comes down quickly,
hurries to the left, pauses, then turns and goes
out hurriedly by the right.
The TWO MEN on the platforms watch his move-
ments, and look after him when he goes out.
1ST PLATFORM SPEAKER (tO the SPEAKER on hlS
right). Wunner wot 'e's after?    Been dodging
backwards and forwards for hours.
2ND    PLATFORM   SPEAKER. Dunno.     (Em-
phatically] En' I don't cire!
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